...  , TT0rcF  OF  REPRESENTATIVES,  j Document 

,51th  Congress,  I HOUbt,  Ui  K-.rrvr.o  . No.  624. 

1st  Session.  \ - 


WATER 


SUPPLY  AT  NAVAL  TRAINING  STATION, 
FRANCISCO.  CAL. 


SAN 


LETTER 


FROM 

THE  ACTING  SECRETARY  OF  THE  TREASIRY, 

TRANSMITTING 


„npY  OF  A COMMUNICATION  FROM  THE  SECRETARY  OF  THE  NAVY, 

SUBMITTING  A SUPPLEMENTAL  ESTIMATE  ^^^VAHE STAB- 
IN  THE  SUM  OF  $32,475,  REQUIRED  UNDjiR  TEE  NM  AL  E_ST  , 
TTSHMENT  FOR  THE  FISCAL  YEAR  ENDING  JUNE  30,  191 . , FOR 
IMPROVING  THE  WATER  SUPPLY  AT  THE  NAVAL  TRAINING  ST 

TION,  SAN  FRANCISCO,  CAL. 


January  27, 


1916. Referred  to  the  Committee  on  Naval  Affairs  and 

printed. 


ordered  to  be 


Treasury  Department.  _ 

Washington,  January  25,  1916. 

The  Speaker  of  the  House  of  Representatives.  _ 

Sir-  I have  the  honor  to  transmit  herewith,  for  the  consideration 
of  Congress  copv  of  a communication  from  the  Secretary  of  the  Navy, 
of  theloth  instant,  submitting  a supplemental  of  app^ua- 

tion  in  the  sum  of  $32,475,  required  under  the  >*ayal  Establishment 
for  the  fiscal  year  ending  June  30,  1917.  for  improving  tne  water  sup- 
ply at  the  naval  training  station  San  Francisco,  La  0n 

The  Secretary  of  the  Navy,  in  his  communication,  state,  tii 
for  the  submission  of  the  estimate  at  this  time.  . 

Respectfully,  Byron  R.  Newton, 

Acting  Secretary. 


2 WATER  SUPPLY  AT  NAVAL  STATION,  SAN  FRANCISCO,  CAL. 


January  20,  1916. 

Sir:  I have  the  honor  to  submit  herewith,  with  the  request  for 
transmission  to  Congress,  a supplemental  estimate  of  appropriation 
required  under  the  Naval  Establishment  for  the  fiscal  year  ending 
June  30,  1917,  for  improving  the  water  supply  at  the  naval  training 
station,  San  Francisco,  CaL,  amounting  to  $32,475. 

While  the  ultimate  need  of  an  appropriation  for  this  object  was 
known  to  me  at  the  time  of  the  submission  of  the  regular  estimates, 
I was  under  the  impression  that  the  matter  could  be  deferred  for 
another  year.  I have  but  recently  learned,  however,  that  the  pres- 
ent source  of  supply  will  not  be  available  after  January  1,  1917, 
which  renders  it  imperatively  necessary  that  an  appropriation  be 
made  at  the  earliest  practicable  date  for  otherwise  procuring  a 
supply  of  fresh  water  in  order  that  a system  may  be  installed  and 
in  full  operation  before  the  present  source  of  supply  ceases  to  be 
available. 

Very  sincerely, 


Josephus  Daniels. 


The  Secretary  of  the  Treasury. 


Estimates  of  appropriations  required  for  the  service  of  the  fiscal  year  ending  June  30 , 1917 , 

by  the  Navy  Department. 

Navy  Department — Naval  Establishment. 

PUBLIC  WORKS,  BUREAU  OP  YARDS  AND  DOCKS. 

Naval  Training  Station,  San  Francisco,  Cal. — 

Water  system,  improvements,  to  be  immediately  available  (submitted).  $32,  475 
Amount  appropriated  for  the  current  fiscal  year  ending  June  30,  1916. . . 15,  000 


o 


